SIG SAUER® Electro-Optics Infinite Guarantee® / Limited Lifetime Warranty 


SIG SAUER has manufactured the most rugged, dependable, high-performance firearms for more 
than two centuries. Our heritage of design, engineering, and precision-manufactured quality 
predates the existence of any other optics company worldwide. We understand the importance of 
quality in the line of fire, at the shooting range or on your next hunt. SIG SAUER Electro-Optics had 
to earn the right to wear that badge and the Infinite Guarantee has your back, forever. Period. 


We will repair or replace your SIG SAUER product in the event it becomes damaged or defective, at no charge to you. 
If we cannot repair your product, we will replace it with a product in perfect working order of equal or better physical 
condition. 


SIG SAUER Infinite Guarantee® 

¢ Unlimited Lifetime Guarantee 
¢ Fully Transferable 

e No Warranty Card Required 

° No Receipt Required 

© No Time Limit Applies 

¢ No Charge 


Please note that our Infinite Guarantee excludes coverage for intentional 
damage, misuse, cosmetic damage that does not affect the performance of the 
optic, loss, theft, or unauthorized repair or modification. Excludes electronic and 
Tritium Components. 


Customers seeking warranty coverage must first obtain a Return Merchandise 
Authorization (RMA) by contacting SIG SAUER Customer Service, and return the 
product unloaded and freight prepaid. 


ANY WARRANTIES IMPLIED BY LAW, INCLUDING ANY IMPLIED WARRANTIES OF MERCHANTABILITY OR FITNESS FOR A 
PARTICULAR PURPOSE, ARE EXPRESSLY DISCLAIMED. REPAIR, ALTERATION, OR REPLACEMENT AS PROVIDED HEREIN 
IS YOUR EXCLUSIVE REMEDY FOR ANY DEFECTIVE PRODUCT. IN NO EVENT SHALL SIG SAUER OR ANY COMPANY 
AFFILIATED WITH SIG SAUER BE LIABLE FOR ANY SPECIAL, INCIDENTAL, OR CONSEQUENTIAL DAMAGES OF ANY KIND 
ARISING OUT OF THE PURCHASE OR USE OF THIS PRODUCT, WHETHER BASED UPON CONTRACT, TORT, STATUTE, OR 
OTHERWISE. Some states do not allow the exclusion or limitation of implied warranties, or the exclusion or limitation 
of incidental or consequential damages, so some or all of the above limitations or exclusions may not apply to you. 
This warranty gives you specific legal rights, and you may also have other rights which vary from State to State. 


THIS WARRANTY APPLIES TO COMMERCIAL CUSTOMERS ONLY, AND DOES NOT APPLY TO GOVERNMENT, MILITARY, 
LAW ENFORCEMENT, OR NON-US CUSTOMERS. NON-US COMMERCIAL CUSTOMERS MUST PURCHASE PRODUCT 
THROUGH AN AUTHORIZED SIG SAUER DEALER WITHIN THEIR COUNTRY OF RESIDENCE FOR THIS WARRANTY TO APPLY. 


SIG SAUER Electronic & Tritium Component Limited 5-Year Warranty 


SIG SAUER warrants that the electronic and tritium components of the enclosed product were 
originally manufactured free of defects in workmanship, material, and mechanical function. For a 
period of five (5) years from the date of manufacture, SIG SAUER agrees to correct any defect in 
these components by repair, adjustment, or replacement, at SIG SAUER’s option, with the same 
or comparable quality components (or by replacing the product at SIG SAUER’s option); provided 
however that a Return Merchandise Authorization (RMA) is first obtained by contacting SIG SAUER 
Customer Service, and that the product is returned unloaded and freight prepaid. 


This limited warranty is null and void if the product has been misused, damaged (by accident or otherwise), damaged 
through failure to provide reasonable and necessary maintenance as described in the user’s manual, or if unau- 
thorized repair or any alteration, including of a cosmetic nature, has been performed on the product. This limited 
warranty does not apply to normal cosmetic wear and tear of any parts. 


ANY WARRANTIES IMPLIED BY LAW, INCLUDING ANY IMPLIED WARRANTIES OF MERCHANTABILITY OR FITNESS FOR A 
PARTICULAR PURPOSE, ARE EXPRESSLY DISCLAIMED. REPAIR, ALTERATION, OR REPLACEMENT AS PROVIDED HEREIN 
IS YOUR EXCLUSIVE REMEDY FOR ANY DEFECTIVE PRODUCT. IN NO EVENT SHALL SIG SAUER OR ANY COMPANY 
AFFILIATED WITH SIG SAUER BE LIABLE FOR ANY SPECIAL, INCIDENTAL, OR CONSEQUENTIAL DAMAGES OF ANY KIND 
ARISING OUT OF THE PURCHASE OR USE OF THIS PRODUCT, WHETHER BASED UPON CONTRACT, TORT, STATUTE, OR 
OTHERWISE. Some states do not allow the exclusion or limitation of implied warranties, or the exclusion or limitation 
of incidental or consequential damages, so some or all of the above limitations or exclusions may not apply to you. 
This warranty gives you specific legal rights, and you may also have other rights which vary from State to State. 


THIS WARRANTY APPLIES TO COMMERCIAL CUSTOMERS ONLY, AND DOES NOT APPLY TO GOVERNMENT, MILITARY, 
LAW ENFORCEMENT, OR NON-US CUSTOMERS. NON-US COMMERCIAL CUSTOMERS MUST PURCHASE PRODUCT 
THROUGH AN AUTHORIZED SIG SAUER DEALER WITHIN THEIR COUNTRY OF RESIDENCE FOR THIS WARRANTY TO APPLY. 


NOTICE: Export restrictions may apply — this product may be controlled either by the ITAR or EAR. 


H FECE 
SIGSAUER 


sigsauer.com 


a WARNING: CANCER AND REPRODUCTIVE HARM — www.P65Warnings.ca.gov 


FOR PRODUCT SERVICE ON THIS MODEL, 
PLEASE CALL 603-610-3000 
27100 SW Parkway Ave., Wilsonville, OR 97070 USA 


7402580-01 RO2 


ELECGRRO-OPTICS 


ROMEO?7S' 


1x22mm COMPACT ILLUMINATED DOT SIGHT 


OWNERS MANUAL 


Please visit sigsauer.com for Owners Manual downloads. 


INTRODUCTION 


Congratulations on the purchase of your SIG SAUER® ROMEO7S Illuminated Dot Sight. The 
ROMEO7S provides the civilian and armed professional with a compact 1x aiming solution 
for today’s carbine platforms. The ROMEO7S features a crisp 2 MOA dot, controlled by an 
intuitive rotary dial and powered by a commonly found AAA battery. 


The ROMEO7S is covered by SIG SAUER Electro-Optics Infinite Guarantee and SIG SAUER 
Electronic & Tritium Component Limited 5-Year Warranty. 


CONTENTS: 


¢ ROMEO7S™ Illuminated Dot Sight 

¢ Clear Flip-back Lens Covers [Installed] 

e Lower 1/3rd Co-Witness Spacer [Installed] 
e Screws for Absolute Co-Witness 

e Mount Tool 

° AAA Battery 

e Lens Cleaning Cloth 

e¢ Owners Manual 


KEY FEATURES: 


e High performance lens coatings for excellent light transmittance and red dot contrast in all 
situations. 

¢ 2 MOA dot for close quarters to mid-range target engagement. 

¢ MOTAC - Motion activated illumination control powers up when it senses motion and 
powers down when at rest. Extends the LED runtime up to 50,000 hours in normal use. 

e Ready to mount with durable half-inch nut. 

¢ Comes configured for 1.63” Absolute Co-Witness. 

e Adaptable to 1.41” Absolute Co-Witness. 

e Dependable IPX-7 waterproof and fog proof performance. 


PRODUCT IDENTIFICATION: 


A- Front Lens Flip-Back 

B - Rear Lens Flip-Back 

C - Mounting Screws 

D - Elevation Adjustment 

E - Spacer 

F — Mounting Nut B 
G - Illumination Control 
H — Windage Adjustment 
| —- Battery Cap 


ROMEO7S™ SPECIFICATIONS 


Magnification 1X 
Dot Size 2 MOA 
Clear Aperture 22 mm 
Illumination Settings 9 Day /2 NV 
Sight Height to Optical Axis 1.41”, 1.63” with provided spacer 
Elevation Adjustment Range (min) +/- 50 MOA 
Windage Adjustment Range [min] +/- 50 MOA 
Waterproofing IPX-7 
Length A* 3.2 in / 82 mm 
Width B* 2.2 in/ 56mm 
Height C* 2.6 in / 66mm 
Weight* 7.7 0Z/2198 

*ROMEO7S configured 

for Absolute Co-Witness 

Sight Height. 
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Z\ WARNING 


If your ROMEO7S™ is mounted to a firearm, always ensure that the firearm is unloaded with 
the safety on before adjusting the sight or changing the battery. 


OPERATION 


e Installing the battery — The battery is mounted in the lower right side at the objective 
or front-end of sight. The battery cap [I] is removed by rotating the cap in the counter- 
clockwise (CCW) direction. Remove the cap and insert a fresh AAA battery positive (+) end 
first. The negative (-) should be facing outward. Replace the battery cap by rotating the cap 
clockwise (CW) until finger tight. 


¢ The illumination control [G] is located at the ocular or rear of the sight, opposite of the 
battery cap. Turn the rotary dial clockwise (CW) to increase the brightness or counter- 
clockwise (CCW) to decrease or turn off the sight. 


e The sight also features MOTAC™. It will automatically turn off after 120 seconds of 
inactivity. AS soon as the sight senses motion it will automatically power back on to the 
current setting. 


e The sight has 11 illumination settings: 9 daytime and 2 NV. 


MOUNTING THE SIGHT 


e The ROMEO7S is designed for use on most types of firearms with MIL-STD 1913 Picatinny 
Rail. Because the ROMEO7S has infinite eye relief, the sight can be mounted anywhere on 
the rail; forward or back. 


¢ ROMEO7S comes configured for 1.63” Lower 1/3rd Co-Witness sight height. To install the 
sight on a firearm, set the mount on the Picatinny Rail at your preferred eye relief, push 
the sight forward into the rail lugs and torque the half-inch nut [F] to 65 in-lbs. 


e Shorter screws for 1.41” Absolute Co-Witness are included in the box. If the shorter sight 
height is preferred, remove the mounting screws [C] and spacer [E] using the provided 
mount tool. Install the (4) shorter mounting screws and torque: 18-20 in-lbs. 


SIGHT ADJUSTMENTS 


e Elevation adjustments - Using a coin or shell casing, turn the Elevation Adjustment [D] 
counter-clockwise (CCW) to move Point of Impact (POI) UP. To move POI DOWN, rotate 
clockwise (CW). Each click moves POI 0.5 MOA. 


e Using a coin or shell casing, turn the Windage Adjustment [H] counter-clockwise (CCW) to 
move POI RIGHT. To move POI! LEFT, rotate clockwise (CW). Each click moves POI 0.5 MOA. 


MAINTENANCE 
e Cleaning - Keep your lenses clear by using a soft cloth (provided) or lens pen. 
e Always use the provided flip-back lens covers [A & B] to ensure sight remains scratch free. 


TROUBLE SHOOTING 
e POI changes between groups 


e Ensure half-inch nut [F] and the (4) mounting screws [C] torqued to the values located in 
the Mounting Section above. 


e Check/Clean your firearm. 
e Check for variations in ammunition. 


